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For many years BAYKEE has been an industry-leading organization 
in the field of electric power supply equipment & solutions, with aim to 
extend this technology and partnership with our neighboring country 
Pakistan, in the spirit of China-Pakistan economic corridor (CPEC). 
We have been working in Pakistan with our local partners since 2014. 


CHAIRMAN'S MESSAGE 


For a continuous evolving and developing nation, our goal is to make 
Uninterrupted and best quality Power Supply' a reality in Pakistan 
through the use of our state of the art advanced and innovative 
products and services. 


Along with Pakistan's high demand and potential for power supply 
and backup systems, BAYKEE's proven track record of 
excellence world wide, we are able to provide customized designed 
Products and solution to entire industry and Armed Forces. 


Mr. Ye Dezhi 
Chairman 
Aerospace Baykee (Guangdong) Tecnology Co. Ltd. 


To cater Pakistan's local domestic, commercial, industrial & military 
requirement of power product in compliance with quality & competitive 
price, BAYKEE aims to provide the latest most advance technology and 
environmental friendly power products with strong and reliable after 
sale services. 


BAYKEE is taking one step forward in its dream to replicate Production 
Facility in Pakistan. As we are also targeting UAE, Saudi Arabia and 
Afghanistan markets, so this step will help to increase Exports of the 
country and lessen the Trade Imbalance. We are fully motivated to 
mark this dream come true. In first phase BAYKEE is soon going to 
start an Assembly Line which will be transformed to a proper 
Production Facility. 


Mr. Shafqat Iqbal 


Country Head 
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VISION & MISSION 


BAYKEE BORN FOR POWER....! 
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We are committed to bring prosperity to our motherland through 
» Bringing Pakistan on International Pace through Transfer of Technology. 
> Commercial Growth by providing High Quality, Reliable and Affordable products. 


» Customization & Indigenous Development of Power Products. 


We are Committed to Serve our Homeland and We BELIEVE We CAN...! 


R BAYKEE 


AEROSPACE BAYKEE (GUANGDONG) TECHNOLOGY CO., Ltd is a subsidiary of Beijing Aerospace Changfeng 
Co., Ltd. (stock code 600855) and a high-tech corporation ,public company with aeronautic research and military 
enterprise background. The NO.2 research institute of China Aerospace science & industry corp. (CASIC) is the 
majority shareholder of ASCF. 


INTRODUCTION 


AEROSPACE BAYKEE was incorporated in 2007 and so far have 2 Production Bases, 85 First-Grade Subsidiary and 
5 Regional Technical Service Centers in China. Through its extensive R&D, company also have 17 Technology 
Invention Patents 40 utility Invention Patents & 15 appearance Invention Patents. Based on the most advanced 
and most stable technology system, BAYKEE provides the best quality products. 


In Pakistan we are directly operating as AEROSPACE BAYKEE PAKISTAN (PVT.) LTD. Our goal is to provide the 
most sustainable, efficient, reliable and cost-effective, UPS, Inverters, AVR, Solar product, Controllers, Maintenance 
free & Lithium Ion Batteries, Military grade products and Customized Power Solutions/products. 


We have already been working in Commercial, Residential, Industrial and Defense sectors. All our products are in 
strict accordance with the international standard production, passed & approved by ISO9001, ISO14001, 
OHSAS18000, 3C & TLC authentication, CE, CQC quality standard and the Chinese energy conservation 
certification. BAYKEE products are sold worldwide including Europe, South America, Asia and Africa. 


In Pakistan Aerospace BAYKEE Pakistan (Pvt.) Ltd operating as overseas office of AEROSPACE BAYKEE 
(GUANGDONG) TECHNOLOGY CO, LTD. currently we are working as, 
* Manufacturing 


* Research & Development for Power Solutions ENERGY AUDITING 

* Suppliers RESEARCH & DEVELOPMENT 
* System Designers 

* Integrators SYSTEM DESIGNING 

* Installers 


OPTIMAL & CUSTOMIZE SOLUTION 


* Back End Service Providers 


Space Applications Faas 


Electronics 


a 2 
abe A BAYKEE 


(EV, HEV, PHEV) 
Energy Storage System 


Mining 


Defence /Military 


m Applications 
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Solar and Wind 
Energy Storage 


Telecom Towers 
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(Solar Charger, AC charger, Inverter) 12V7Ah to 12V200Ah 


(Solar Home Inverter 3KW / 5KW) (Hybrid Solar Inverter Three Phase / (Hybrid Solar Inverter Single Phase / 
Three Phase) Single Phase) 


Containerized Power Solution 


SOLAR PRODUCTS 


OFF GRID HYBRID SOLAR INVERTERS 
GRID TIE INVERTERS 

ON GRID HYBRID SOLAR INVERTERS 
WATER PUMPING INVERTERS 
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CHARGE CONTROLLERS 

HIGH CAPACITY 12V & 2V BATTERIES (VRLA/GEL) 
LITHIUM-ION BATTERIES 

BATTERY MANAGEMENT SYSTEM (BMS) 

POWER DISTRIBUTION UNITS (PDUS) 
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SOLAR LED STREET LIGHTS 
CONTAINERIZED SOLAR SOLUTIONS 
SOLAR PANELS 

ISO CERTIFIED PV MOUNTINGS 

PV JUNCTION BOX 
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> ENERGY AUDIT & CONSULTANCY 
> ENGINEERING & CONTRACTING 


BK-TYN-M Series 


Multimode Modular 
Solar Hybrid Inverter 
10 - 800 KW 


TYN-M Series Modular Multi-System Hybrid Solar 
Inverter is an Intelligent Multi-function Power Supply 
designed by Aerospace Baykee for New Energy 
needs. It is internally powered by: 

» Solar MPPT Controller 
Charger 
Rectifier 


Inverter 

Static Switch 

Main Control Circuit 
Display Alarm Circuit 
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FEATURED PRODUCT 


Salient Features 


Multimode-Standard Design 

Modular Technology: For easy Expansion and 
Redundancy. 

Hot Swappable: Reduce On-Site Repair and 
Maintenance time 

High Speed Static Switching 

Bus MPPT Control Technology 

Reverse Feeding Management 

Intelligent Input Source Management 

Large Touch Screen Display 

User-Friendly Configuration: Parallel 
Operation upto 800 KW 

Current Limiting Soft-Start Circuit: to reduce 
the Inrush Current 

Intelligent Digital Control Technology: 
High-Speed DSP Microcontroller 

Sixth Generation High-Speed Low-Loss IGBT 
Intelligent Fault Detection Function and 
Communication 

Superior Load Characteristics: 0 to 100% load 
transition without switching to bypass 
High-Performance Dynamic Regulation: 
reduce output voltage distortion 

Optional Battery Inspection Module 
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FEATURED PRODUCT 


APPLICATION 


» » On-Grid Mode 
» Off-Grid Mode 
» Hybrid Mode 


SYSTEM TOPOLOGY 


Battery Bank 


MODULAR 


Single Module Single Module System Multi Module Cabinet 
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Online UPS 10kVA-600kVA Online ups 6kva-120kva Online ups 1kva-30kva Modular UPS 
Three Phase / Three Phase Three phase / Single phase Single phase / Single phase Three phase / Three phase 


High Frequency Online 3/3 phase 1/1, 3/1 Phase high Frequency Line Interactive UPS 1000VA-5000VA Outdoor UPS 
UPS Power Range from 10KVA to 500KVA Online UPS 


High Frequency Online P-Type 
UPS Power Range from 15KVA to 400KVA 


Low Frequency & High Frequency 
Single Phase & Three Phase 

Online & Line Interactive 

Outdoor UPS 

Modular & Stack able 

Home Inverter 

UPS Battery (VRLA/Gel) 

Lithium Ion Batteries 

Complete Data Center Solutions 
Outdoor Containerized Data Center Solution 
Outdoor Integrated Power Cabinets 
Emergency power supply (EPS) 
Power factor controller (PFC) 

Static transfer switch (STS) 
Automatic voltage regulator (AVR) 
Big capacity voltage stabilizer 
Active power filter (APF) 

Power Distribution Units (PDUs) 
Monitoring software 

Frequency convertor 
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BKH-M Series 


Multi-Types Modular UPS 


M1 series Features 

* High efficiency up to 94.5% 

e Flexible configuration, can be 
configured to 1/1, 3/1, 3/3, 1/3 

e Dual power supplies 

e Remote monitor 

e Max capacity : 120KVA 

* Hot -swappable available 

* IP level : Ip30 


M2/M3/MA4/M5 series features 


e Efficiency: 96% 
e Module operation without bypass 


FEATURED PRODUCT 


e Battery flexibility configure(30-50pcs) 
* Remote monitor 
e Max module capacity: 5OKVA 
* Single cabinet power max 600KVA, 
can parallel 4 cabinet 
e Double DSP+double CPLD process, 
ogy digital control technol 
* Widely voltage input range (-47%~ +29%) 


Application 


IDC(internet data center), ISP, computer 
room, service room,financial industry, 
Government and commercial project, 
Production line, security system, 
hospital etc. 


FEATURED PRODUCT 


HTT-P Series High Frequency Online P-Type UPS 


15 - 400kVA 
» Energy Sharing and Mutual Aid 
Design: 


The battery modules work in both directions in the 
mains mode, can be charged or discharged. When 
the input rectifier reaches the set value of power, 
the battery module stops charging, and the reverse 
operation enters the discharge mode to help the 
rectifier supply energy to the inverter. 
» Power Walk-In Function: 

Adopts the complete Power Walk In function, which 
can greatly reduce the impact on the equipment 
and the grid, improve the service life of the BUS 
capacitor, to provide a safe and stable output 
power for the load. Convenient access to generator 
equipment of various capacities, smooth and 
excessive. 


» Intelligent Battery Management 

Technology: 

ABM intelligent three-stage battery charge 
and discharge management technology, ultra- 
wide input range, reduce the number of 
switching battery modes, protect the battery, 
3-stage charging, activate battery, effectively 
extend battery life by more than 3096 . 
Intelligent battery management, annual 
inspection monthly inspection, early warning, 
improve system reliability. 


» Simple parallel mode 


HTT-P Series Brief 


Application Area 


Medium and Large Data Centers 
Computer Room Communication 
Base Stations 

Automation Control Systems 
Security Systems 

Radio and Television Systems 
Medical Systems etc. 
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The HTT P-type series 15-400kVA UPS is a true online double-conversion, static, three-phase 
uninterruptible power supply system. Using IGBT power conversion technology of Vienna topology, 
intelligent battery management system (ABM) and other world's advanced technologies, combined 
with the world's mainstream trends of green, environmental protection, energy saving and the 
industry's advanced module technology, with excellent technical indicators; can effectively block the 
impact of abnormal power supply on the load and provide reliable, pure and stable uninterrupted 


output power. 
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MILITARY GRADE PRODUCTS 


> Military Grade Uninterruptible Power Supply (Ups) 
a) Single Phase Ups 
b) Three Phase Ups 
> DC/DC Module Power Supply 
Programmable DC Power Supply 
a) Customized DC Power Supply 
b) DC Regulated Power Supply 
Tank Emergency Start-Up Device 
Tank Backup Power Supply 
Mobile Battery Charging Vans (MBCV) 
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Variable Frequency Converters r 3 
Constant Current Power Supply n ü 
Military Vehicle Integrated Power Supply 9 -:* e 3 


Linear AC/DC Adjustable Power Supply 
Customized AC Power Supply 

AC Variable Frequency Converters 

Military Vehicle Ac Power Inverter 
Moveable Solar Container for remote area 
Radar High Power Amplifier (HPA) 

Radar Power Supplies 

Degaussing System/De-Magnetize System 
Submarine Frequency Converters 
Submarine Power Supply 

Submarine Battery Chargers 

Warship UPS 

Warship Display Console 

Static Frequency Converter 

Any Type of Customized Military Power Products 
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MILITARY GRADE PRODUC 


Programmable DC Power Supply 


Single Phase/Three Phase UPS Warship UPS 


Static Inverter 
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Vehicle Integrated Power Supply Modular Warship UPS Emergency Power Supply Constant Current 


Power Supply 


Ground Power Supply 


Frequency Converters Vehicle Integrated AC Power Inverter 
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Emergency Power Supply for Tanks 


Intelligent fast charge of large capacity lithium battery, which can be fully charged in 1 hour 
Integrated British SYNQOR AC 480W 

High power, high power density, high conversion rate 

The starting current of 3000A is especially applicable in emergency situations where every minute 
counts 

It can be applied to 24V military special vehicles such as tanks and armored vehicles 

Builtin largecapacity intelligent battery, which can guarantee the power supply of a team in the field 
for about 1week 

The use of constant temperature heating technology can ensure that the battery is normally charg 
and discharged at minus 40 degrees Celsius 

The shell is made of reinforced double layer aviation-grade magnesium aluminum / titanium aluminurr 
alloy/ high-strength special bullet-proof fiber (DuPont Kevlar), and the screen is embedded with-higF 
strength bulletproof glass 

Builtin tacticatgrade waterproof and strong flash light, which can suppress temporary non permanent 
visual nerve blindness in the dark environment, and also provide functions such as field lighting, 
survival, and demolition (optional for military version). 


FEATURED PRODUCT 


Technical Specification 


Parameters Specifications 

Color Army Green (Optional) 
Mechanical 

Enclosure IP67 

Barcol Hardness 240 


Bending Strength 4;3P Pa 


Tensile Strength 4 50MPa 

Designed Life 20Years 

Environmental Anti -Fog, Anti Salt, Anti Mold, 
Adoptability Anti Humidity and he at 
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MILITARY PROJECTS 


Naval fleet 


Rocket for a satellite launch 


Public security cases 


Research Institute of China ordnance industries of the SouthPhase I project 
The Xinjiang armed police corps 

University of Xinjiang Army 

Armed police detachment in Qingdao project new command center 
People's armed police corps 

JI' an armed police detachment 

Sixth to seventh detachment of armed police in Beijing city procurement projects 
Authorities of Jinan communication equipment 

Hanzhong, people's armed police 

Armed police in Qinghai province projects 

Air force XI ' an aircraft station 

PLA information engineering of Zhengzhou University 

Jilin police detachment 

People's armed police corps project in Shanxi 

Altay people's armed police detachment 
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Navy Submarine Converter & Power Supply 


Radar Power Supply 


The people's Liberation Army Hospital project 

A military project in Chengdu 

The people's Liberation Army in Xinjiang 

Tianjin, armed police corps 

In Dandong city 

Amilitary Enterprise 

Baoji, Shaanxi armed police detachment 

Tianjin, armed police corps 

Police in Ningxia Corps 

Jilin people's armed police forces 

Fujian people's armed police 

Institute of China ordnance 206 

Luyuan district, Changchun City, Jilin Province Public Security Bureau 
video surveillance project 

Yining County Public Security Bureau safe urban construction projects 
Huaian City Department of transportation safety corridors 
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MILITARY PROJECTS 


Aircraft research and development projects Wenchang launch bases in China 


Yangjiang nuclear power station vehicle project 
Mobile command vehicle project 


Warship UPS, FC & Power Supply Tank Power Supply 
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BAYKEE PAKISTAN 
Aerospace Baykee Pakistan (Pvt.) Ltd. 
1 GCP Housing Society, Near PCSIR-II, Nazria-e-Pakistan Road, 
Johar Town, Lahore - 54500, Pakistan. 
Tel: +92 42 3530 0112-114 M: +92 332 400 1000 
Fax: 042 3530 0114 


e www.baykee.com.pk D info@baykee.com.pk 8 BaykeePk 


